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Vincent A. Jo^v M. D. 

700 Scranton Avenue 
East Roclcaway, N.Y 11518 

July 24, 1970 


: Joseph F. Cullman, 3rd 

Chairman of the Board 
Philip Morris 
. ... . 100 Park Ave. 

• New York, NY 10017 

Dear Mr. Cullman, 


The enclosed article may be of some interest to you. 

It appeared in the June 15, 1970 issue of Hospital Tribune. 

Sincerely, ^ ( / 

z ' ; _ 5 nt). 

- Vincent A. Joy, M.D. 
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